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"Water Desalination" (Raed's 'Clean Water' Act) 
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Please consider the below as a means by which water access can be ensured for all 
humankind in the millenia to come. This technology must be freely accessible should such 
be utilized in any capacity, so help me God. 

1. A tank (any size) with a semi-permeable membrane its center. This membrane should be 
composed of pure Silicone and have as many 1 micrometer "holes" as allowable to 
maintain hydraulic-osmotic forces (and counterforces) over an indefinite period of time. 

2. One half of the tank should have a superior deposit for oceanic (salinated) water 
deposition. The other half should be empty for the desalination process to begin taking 
place, and this other half should have an inferior filtration "faucet" (a standard industrial 
filter is just fine). 

[3. It should take 12 minutes for a complete desalination process to take place. The 
contramembrenous water should be desalinated to roughly 3% of its premembraneous 
NaCI concentration [i.e. to < 0.1% NaCI of salinated ocean water]. The rest can be "filtered" 
to taste, as indicated or desired.] 

(Of note: should such reserves reach exhaustion (which would take ~1000 years for a 
annual global population of about 1 trillion to successfully do so, feel free to manufacture 
an inferior "exhaust" to my Fusion Cell technology for ongoing water conservation ad 
infinitum). 
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